8.  In the spaces provided under the frequency response curves
below:

a.  Label the impedance response curve of a series resonant
circuit.

b.  Label the current response curve of a series resonant
circuit

c.  Fill in each blank with the letter which represents the
corresponding point on the proper graph.
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